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1 . RECEIVED TELEGRAM FROM GENTEL TODAY ADVISING THAT 
"PROVISION OF CCT WORKING 75 BAUDS NOT POSSIBLE. DIS- 
TANT END BE REQUESTED TO ARRANGE FOR 50 WORKING." 

2. CONTACTED MR. SAEED, CHIEF ENGINEER IN CHARGE OE 
VFT PAKISTAN WHO CONFIRMED THIS. HE STATED THAT THEY 
WOULD PROVIDE A 50 BAUD CIRCUIT AND THAT THERE WAS A 
50 PERCENT CHANCE THAT 75 BAUD COULD BE RUN OVER THIS 
CIRCUIT. 

3. PROBLEM FURTHER COMPLICATED BY MARGINAL COMMUNICATIONS 
BETWEEN EMBASSY AND PTT SWITCH. PRESENTLY WE HAVE 5 

OF 20 LINES WORKING, ALL WITH HIGH DISTORTION. MR. 

SAEED STATED THAT PTT WILL CONTINUE WORKING ON THIS 
PROBLEM. 

4. WHEN CIRCUIT INSTALLED WILL ATTEMPT TO TEST AT 75 
BAUD AND ADVISE REULTS. 
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